Wong Tai Sin - Gold Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 28 February 2022) 


Aria Clubhouse 
Aria Tower 1 
Aria Tower 2 
Aria Tower 3 
Aria Tower 5 
Aria Tower 6 
Mikiki 

New Tech Plaza 
Plaza Hollywood 
Sik Sik Yuen Social Services Complex 
Well Tech Centre 
Winning Centre 


